STATUTES AT LARGE

other parties to the proceedings or their attorneys. The order shall
take effect and become operative twenty days after the service there-
of, unless otherwise provided, and shall continue in force either for
a period which may be designated therein or until changed or revoked
by the Commission. If an order cannot, in the judgment of the Com-
mission, be complied with within twenty days, the Commission may
grant and prescribe such additional time as in its judgment is rea-
sonably necessary to comply with the order, and may, on application
and for good cause shown, extend the time for compliance fixed in
its order.
(o) The Commission may at any time, except in those cases pro-
vided for in subdivision q, after notice and after opportunity to be
heard as provided in the case of complaints, rescind, or amend, any
order or decision made by it. Any order rescinding or amending a
prior order or decision, after notice thereof, either personal or by
registered mail, is given to the electrical utility affected and to the
other parties to the proceedings, shall have the same effect as is
herein provided for original orders or decisions, but no such order
shall affect the legality or validity of any acts done pursuant to the
original order before service of notice of such change.
(p) A full and complete record shall be kept of all proceedings
had before the Commission or any Commissioner on any formal hear-
ing, and all testimony shall be taken down by a reporter appointed
by the Commission.
(q) After an order or decision has been made by the Commis-
sion, any party to the proceedings may within ten days after service
of notice of the entry of the order or decision apply for a rehearing
in respect to any matter determined in such proceedings and speci-
fied in the application for rehearing, and the Commission shall have
power, in case it appears to it to be proper, to grant and hold such
rehearing. The Commission shall either grant or refuse an applica-
tion for rehearing within twenty days, and a failure by the Commis-
sion to act upon such application within that period shall be deemed
a refusal thereof. If the application be granted, the Commission's
order shall be deemed vacated, and the Commission shall enter a new
order after the rehearing has been concluded.
(r) The Commission is authorized to prescribe rules governing
pleadings, practice, and procedure before it not inconsistent with the
provisions of this Act or any other provisions of law.
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